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Specifications 

Power Source..... 120V, 220 'v 240V, AC 50/60 Hz 

Power Consumption..35W 

Tape Speed.4.76 cm/sec. ±1.5% 

Wow & Flutter (JIS WRMS Playback Mode)..0.05% 

FF/REW Time (C-60)... 100 sec. 

Frequency Response. Norm: 30 Hz ^ 17 kHz, Cr0 2 : 30 Hz 'v 18 kHz, Metal: 30 Hz 'v 19 kHz 

Rec/Play Head.Two gaps combination ferrite and hard permalloy core 

Erase Head... Double gaps ferrite core 

Load Impedance...Line Out: 100K ohm. Head Phone: 8 ohm 

S/N Ratio.NR-Off: Norm 55 dB, Cr0 2 /Metal: 57 dB 

NR-B: Norm: 57 dB, Cr0 2 /Metal: 59 dB, Metal 50: 61 dB 
NR-C: Norm: 63 dB, Cr0 2 /Metal: 65 dB, Metal 50: 67 dB 

Input Sensitivity.Mic: 0.3mV 

Line: lOOmV 

Output Level ..Line Out: 500mV±1.5 dB, Head Phone: 65 mV 

Stereo Separation...35 dB 

Distortion...3% 

Semiconductors.7 IC's, 72 Transistors, 40 Diodes, 10 Zener Diodes, 6 FETs 

Dimensions. 435(W) x 111 (H) x 250(D) mm 

Weight..4.5 Kg 
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Parts Locations and Disassembly Instructions 


FAST FORWARD switch ( ►► ) 

PLAY switch ( ► )- 

COUNTER RESET button- 

PLAY indicator-- 


-METAL 50/70 select switch 

-REC switch ( • ) 

.REC LEVEL (R/L) control knobs 
-TAPE SELECT indicators 





■ I • • •.■ •••••■ 




TAPE COUNTER 
REWIND switch ( « ) 
CASSETTE door 
EJECT knob 
POWER switch—i 


-LED PEAK meter 
-MONITOR (SOURCE/TAPE) 
indicators 

—Dolby NR indicators 
MPX FILTER indicator 




DO: ; 


*;;• > ■ : '.mi 


TIMER switch 
PHONES jack- 
STOP switch ( ■ ) 

BIAS FINE control knob 
PAUSE indicator- 
OUTPUT LEVEL control knob 
PAUSE switch ( » ) -- 


‘—RIGHT MIC jack 
l LEFT/MONO MIC jack 
-MPX Filter ON/OFF switch 
-DOLBY NR ON/OFF switch 
-Dolby NR SELECT switch 
-REC MUTE switch (©) 
— MONITOR switch 


Figure 1 
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1. Removal of Top Cover 

(1) Remove eight screws marked " o " as shown in 
Figures 3 and 4. 

(2) Lift up the top cover in the direction of the arrow 
as shown in Figure 3. 

2. Removal of Front Panel 

(1) After removal of top cover, remove six screws 
marked " ☆ " as shown in Figures 4 and 5. 

3. Removal of Rear Cover 

(1) After removal of top cover, remove ten screws 
marked " ■ " as shown in Figure 4. 

(2) Remove two tacks as shown in Figure 4. 


Direction of Top 
Cover Removal 



Direction of 
Cassette Door 
Removal 


4. Removal of Front Escutcheon 

(1) After removal of front panel, remove a screw 
marked " 0 " as shown in Figure 6. 

(2) Remove two knobs as shown in Figure 6. 

(3) Remove hooks (1) as shown in Figures 5 and 6. 

(4) Disconnect all wires from the key board switch 
P.C. Board. 

(5) Then remove the front escutcheon with the key 
board switch P.C. Board. 

5. Removal of Key Board Switch P.C. Board 

(1) After removal of front escutcheon, remove six 
screws marked " □ " as shown in Figure 7. 

6. Removal of Meter P.C. Board 

(1) After removal of front escutcheon, remove a screw 
marked " ★ " as shown in Figure 8. 

(2) Remove hooks (2) as shown in Figures 5 and 8. 

(3) Remove the meter frame. 

(4) Remove two screws marked " A " as shown in 
Figure 8. 

(5) Disconnect all wires from the meter P.C. Board. 

7. Removal of Side Chassis R and Bottom Cover 

(1) After removal of rear cover, remove two screws 
marked " ^ " as shown in Figure 6. 

(2) Remove the bottom cover, 

(3) Remove a screws marked " ♦ " as shown in Fig¬ 
ure 6. 


Knobs (2) 
Side Chassis R — 


Figure 3 

Rear Cover 



Meter P.C. Board 



Front 


Master 
P.C. Board 


Power P.C. Board 


Cassette 

Deck 

Figure 5 
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8. Removal of Master P.C. Board 

(1) After removal of rear cover, side chassis R' and 
meter P.C. Board, remove two nuts, washers 
and stoppers as shown in Figure 8. 

(2) Remove three screws marked " A " as shown in 
Figures 5 and 8. 

(3) Remove four switch knobs as shown in Figure 8. 

(4) Disconnect all wires from the Master P.C. Board. 


9. Removal of Cassette Deck 

(1) After removal of top cover, remove cassette door 
upward as shown in Figure 3. 

(2) Remove four screws marked " • " as shown in 
Figure 5. 

(3) Disconnect all wires from the cassette deck. 

(4) Remove the belt from the tape counter. 


10. Removal of Headphone and Timer P.C. Boards 

(1) After removal of front panel, remove a switch 
knob as shown in Figure 6. 

(2) Remove two screws marked " n " as shown in 
Figure 6. 

(3) Remove a nut and a washer as shown in Figure 6. 

(4) Disconnect all wires from the P.C. Board. 


Nut & Washer 



Knobs 

Meter Frame j Hook(1) Switch Knob 

Front Escutcheon 

Figure 6 



(Inside) 


Figure 7 


( 


11. Removal of Power P.C. Board 

(1) After removal of top cover, remove four screws 
marked " # " as shown in Figure 6. 

(2) Disconnect all wires from the P.C. Board. 


12. Removal of Control P.C. Board 

l (1) After removal of rear cover, remove two tacks as 

shown in Figure 5. 

(2) Disconnect all wires from the P.C. Board. 



Figure 8 








Replacement of Mechanical Parts 


Removal of Cassette Deck 

Prior to Replacement Procedures, remove the cassette 
deck assembly according to ''Removal of Cassette Deck" 
on page 5. 

Replacement of Head 

(1) Remove two screws marked " ★ " from the cassette 
door bracket of the cassette deck as shown in Figure 
9 and the cassette door can be removed. 

(2) Remove four screws marked " o " and wires from 
both sides of the R/P head "®", as shown in Fig¬ 
ure 10, and it can be removed, with head P.C. Board. 
Remove the head from the P.C. Board with a solder¬ 
ing iron. 

Remove two screws marked " • " and wires from 
both sides of the erase head “(B)" as shown in Fig¬ 
ure 10, and it can be removed. 

(3) After finishing assembling, adjust head azimuth, 
height and tilt angle. 

Apply screw-lock after adjustment. 

Replacement of Belt and Flywheel 

(1) Remove a screw marked " a " and the motor brack¬ 
et, and two belts can be removed as shown in Figure 
11 . 

(2) Remove a washer marked " a " as shown in Figure 
13 and the flywheel can be removed. 

(3) After replacing the belt and flywheel, clean them 
with absolute alcohol. 

(4) After finishing assembling, confirm tape speed and 
wow/flutter with test tape (MTT-111). 


Flywheel 



Cassette Door 



Figure 9 


CD 


r\ 
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Replacement of IVIotor 

(1) Remove a screw marked " a " as shown in Figure 
11 and two screws marked " & " and two wires 
(white, white/pink from connector as shown in Fig¬ 
ure 12, and the motor can be removed. 

(2) After finishing assembling, confirm tape speed and 
wow/flutter with test tape (MTT-111). 

Replacement of Pinch Roller 

(1) Remove a washer marked “ " to take off pinch 

roller assembly from the cassette deck as shown in 
Figure 13. 

(2) After replacing the pinch roller, clean it with abso¬ 
lute alcohol. 

(3) After finishing assembling, confirm tape speed and 
wow/flutter with test tape (MTT-111). 




Figure 13 
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Block Diagram 
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METAL 50ju - 1 TIMER 

ON/OFF METAL 5QuS 

SWITCHING - SWITCH 




Packing Assembly Parts List 


Symbol 

No. 

Part No. 

Description 

Labels 



54B42124G01 

Serial No. (Rear Cover, 
Carton Packing) 



54B42124G01 

Date Cord (Bottom Cover) 



54A57559F01 

Side Caution 
(Side R of Top Cover) 



54A57559F02 

Bottom Caution 
(Bottom Cover) 


0 

54B60770F02 

Destination "G" 

(Carton Packing) 


■ 

54B6Q770F01 

Destination "C" 

(Carton Packing) 


A 

54B60770F04 

Destination "R" 

(Carton Packing) 


■ 

54A44553G01 

CSA (Rear Cover) 


■ 

54A62364F01 

AC Inlet (Rear Cover) 


Symbol 

No. 

Part No. 

Description 

101 


56B40230G23 

Sack, Polyethylene 

102 


56C61295F01 

Tray, Packing 

103 


56C58368F05 

Carton, Packing 

104 


01V61200F41 

Assembly, Pamphlet 

104-1 


* 

Sack, Polyethylene 

104-2 


28T57397F01 

Plug, Output 

104-3 


68P58585F64 

Manual, Owners' 

105 

o 

30T60805F01 

Cord, Set Semko 


■ 

30T60804F01 

Cord, Set UL/CSA 


A 

30T60974F01 

Cord, Sets (SA) 

106 

■ 

01V61900F89 

Assembly, Warranty Card 

106-1 

■ 

68P44370P57 

Limmited, Warranty 

106-2 

■ 

3S 

Sack, Polyethylene 


NOTE: ^ The parts whose parts numbers are not entered will not be supplied, 
o ; General Foreign model, ■ : North American model, A ; Australian model, Others: Common 
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Adjustment Procedures 


Step 

Description 

Mode 

Adjust 

Points 

Test 

Points 

Connection 

Instruction 

Remarks 

1 

Tape Speed 
Adjustment 

Playback 

Tape: Nor 

NR: Off 

Round 

hole on 
the rear of 

the motor 
(Figure 15) 

Line 

Out 

Figure 16 

Test Tape: MTT-111 (3 kHz) 

Adjust for 3000 ±30 Hz 

2 

Head Height and 
Tilt Angle Ad¬ 
justment 

Turn the screw A and B to adjust the head height and tilt angle. (Figure 14) 

Use M-300 or AI-500 check bar to check the head height. The tip face of the check bar should 
stay parallel to the head surface to check the tilt angle. (See Note [1!]) 

3 

Head Azimuth 
Adjustment 

Playback 

Tape: Nor 

NR: Off 

Head 

Azimuth 

Screw "C" 
(Figure 14) 

Line 

Out 

Figure 16 

Turn the screw until the left and right 
signal levels become maximum and 
still more with the phase when repro¬ 
ducing MTT-114 (10 kHz) (It is neces¬ 
sary to readjust the head height as it 
moves if azimuth adjustment is too large) 

4 

Playback Level 
Adjustment 

Playback 

Tape: Nor 

NR: Off 

Monitor 
: Tape 

VR201 

VR202 

T.P.3 

T.P.4 

Figure 17 

Test Tape: MTT-150 

Adjust for 580mV 

5 

Input 

Adjustment 

Rec/Pause 
Tape: Nor 

NR: Off 
Monitor 
: Source 

Bias: Off 
(See Note [1]) 

VR203 

T.P.3 

T.P.4 

Figure 18 

Test signal input: 400 Hz, 300mV 

Adjust for 580mV 

6 

Monitor Level 
Adjustment 

Rec/Pause 
Tape: Nor 

NR: Off 

Monitor 

: Source 

Bias: Off 

VR403 

VR404 

T.P.5 

T.P.6 

Figure 18 

Conditions at step 5 

Adjust for 580mV 

7 

Level Meter 
Adjustment 

Rec/Pause 
Tape: Nor 

NR: Off 

Monitor 

: Source 

Bias: Off 

VR801 

VR802 

Level 

Meter 

Reading 

Figure 18 

Conditions at step 6 

Adjust for 0 dB 
(□□Mark) 

8 

Rec. Current 
Adjustment 

Rec/Play 

Tape 
: Metal 

NR: Off 

Bias: Off 

VR501 

VR502 

T.P.1 

T.P.2 

Figure 18 

Conditions at step 7 

Adjust for 1.3mV 

See chart below for another 
typical bias level. 

Bias 

Level 

Cr0 2 

1.3mV 

NORM 

1 mV 
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Step Description 


Record/Play 

Bias 

Adjustment 



Mode 

Adjust 

Points 

Test 

Points 

Connection 

Instruction 

Remarks 

1 

Rec/Play 
Tape 
: Metal 

NR: Off 

VR505 

VR506 

T.P.1 

T.P.2 

Figure 18 

Test Signal input: 400 Hz, 300mV 
Adjust for 14mV 

2 

Rec/Play 
Tape 
: Cr0 2 

NR: Off 

VR503 

VR504 

T.P.1 

T.P.2 

Figure 18 

Adjust for 8mV (14mV — 4.5 dB) 

3 

Rec/Play 
Tape 
: Nor 

NR: Off 

VR508 

T.P.1 

T.P.2 

Figure 18 

Adjust for 6mV (14mV - 7.5 dB) 



















Note [II] 
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Initial Setup 

1 P| ace the gauge plate in a tape transport just as a cassette tape is normally inserted. (Some transports may require 
cover removal to make easy access to the head and guide area.) 

2. Firmly seat the gauge plate on the horizontal locating-surface. The gauge plate has been machined fiat to within 
±0.051 millimeters; therefore, it will indicate any height errors to the locating surfaces. The gauge plate should not 
rock if the transports cassette locating surfaces are properly adjusted. 

3. Bring the heads into the normal piay/record position before taking any measurements as detailed in the procedures to 
follow. 

Tape Guide Measurement (Figure 19) 

Place the guide-check bar on its side on the top surface to the gauge plate and slide the bar up to the record head's tape 
guide fingers. The bar will exactly slide into these fingers if they are at the proper height. This will indicate the guide 
height with respect to the top gauge plate surface. This height is chosen as the nominal lower tape edge position with 
respect to the Phillips standards. If the guides are high or low, adjust the head and/or adjust the tape guide to the indi¬ 
cated height. 



Head Perpendicularity Measurement ( Figure 20 and 21) 

1. Position the square end of the guide-check bar against the head surface at its apex. 

2. Observe the tilt of the head by using a flashlight to back-illuminate the head-to-bar interface. When the head is prop¬ 
erly adjusted, no light will show. 

3. If required, place shims under the head fixture on the transport to eliminate tilt. An offset dental mirror is useful for 
checking head tilt. 

Back Light from this End 



Penetration Measurement 

Figure 20 Figure 21 

Head Penetration Measurement o . . . , 

Head perpendicularity must be checked before making this measurement. Refer to Figures 20 & 21 for head perpendicu¬ 
larity measurement during this procedur 

Head Penetration Measurement 

Head perpendicularity must be checked before making this measurement. Refer to Figures 20 & 21 for head perpendicu¬ 
larity measurement during this procedure. 

1 Place the guide-check bar squarely against the head apex with the knife-edge firmly held against the reference etch 
marks. 

2. Verify that the knife edge lies within the MAX, O, MIN reference etch marks. 

2. Adjust the head position if the knife-edge is not in the indicated range. 

4. Ensure that the bar is perpendicular to the head when taking this measurement. 

<NOTE: M-300 gauge is supplied from ALPINE. Refer to International Marketing Department if necessary.> 


— 12 — 



? -.«< » w -*». - *** 

:h ^;^/: : ::i." --:';: V v; : v ;; : ;' ; 
■<:■■■;' ; 

, .. ^ ^ •, * ' j- ■:: ? ;. «* ^ • 

' .'■' v r' ■: 


liiiiiia 

ifS^fi* 

iali 




D ■■ - j 

a Sit I I 




ISl 




!.•■ : - c /' t - 

■ ... C ■ ■ 3 




iissn 

. C>.V : :. 


MM I 




VR202; 


VR20I 


VR404 




niil 


W} Wm/sP"* i #s $ 

iW WmWm wm 111 IBBS1 


sppij 


VR508 


VR50 




Meter P.C. Board 


Adjustment Locations 

• Master P.C. Board 
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Parts Layout on P.C. Boards 

• Power P.C. Board 


• Master P.C. Board 


Bottom View 


• Timer Switch P.C. Board 


Bottom view 


C. Board 


Bottom View 


P.C. Board 


• Reed Switch 


Bottom View 


P.C. Board 


Headphone 


Top View 


Bottom View 
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• Master P.C. Board 


0211/212 


1C301/302 


METAL 50pS 0.64V 


Q213/214 


REC 12.0V 
PLAY OV 


-W^ 3 < 


Q401/402 




.8.75V 


PLAY OV 




Q403/404 


rec ov 

PLAY -8.7SV 




■Mi 

£ 0909 

V; 89261 


Q405/406 


PLAY 0 V 
REC 5.5V 


19.5V] 


PLAY 

REC 

STOP 

PAUSE 


{TAPE 

Q9I0 POSITION) 


Q501/502 


REC 

PLAY 

STOP 

PAUSE_ 

REC 

PLAY 

STOP 

PAUSE 




0503/504 

| B |N.M OV 


0903 


Q505/506 

| 8 |M.C OV 


REC -9.26V 
PLAY_OV 


17.4V 




Q507/508 


REC 

PLAY 

STOP 

PAUSE 


METAL 




gf||| 


Q509/5I0 


[PLAY 0.7V 


B REC OV 
PLAY 0.7V 


0511/512 


C 16.7V 
M 16.6V 


19.5V 


0907 


REC N 8.3V 
C 12.6 V 
MI4.IV 
PLAY 0.3V 
REC N 8.9V 


C54< 


C REC 19.5V 
PLAY-9.27 V 
B 18.8V 


0908 


M 14,7V 
PLAY OV 


8 REC 2.8V 
PLAY OV 


C 16.4 V 
17.2 V 


(TAPE L 
0909 POSITIO N). 

I REC 
PLAY . 

STOP 
r PAUSE 


_ I8.IV 
n’ 17.6V 
C 17.2V 


19.5 V 


POWER OH 


I8.IV 
N 17.8V 
C.M OV 
N 17.3V 
C 17.9V 
M 18.IV 


REC ‘ 
PLAY . 
STOP ' 
PAUSE. 


20.2V 


19.5V 


Bottom View 
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Control P.C. Board 


C. Board 


Keyboard P 


D603 

-O 


Q608 


FF 

PLAY 
REC/PLAY 
C REC/MUTE 
REW 
Others 


REW 

PLAY 

REC/PLAY 
t REC/MUTE 
FF 

Others 


FF 

Others 


Others 


Q60I 


IC60I 


PLAY 

jREC/PLAY 
REC/MUTE 


Bottom View 


FF/REW 

Others 


PLAY I 
REC/PLAY } 0.8V 
REC/MUTE J 
Others 0 V 


PACK IN 5.3V 
PACK OUT 0V 
PLAY, FF/REW 
a 0.1V 

REC 4.8 V 

Others 0 V 


C. Board 


0fel4 


PLAY 

REC/PLAY 

REC/MUTE 


POWER ON 


REW 

FF 

Others 


s a 


Top View 


POWER ON 


PLAY 'j 
REC/PLAY [ 
REC/MUTE J 
Others 


0917(B) 0918(C) 


J§1t70i_Mt50 jMt70 


WHT 


SHLD 


[0.74V 


SHLD 


METAL 


METAL 


METAL 

| 70/JS -9.6V 
[ 50/iS 17.26V 


0.74V 


PAUSE 4.5Vi 
Others OV 


Q6I0 


Q920 


sw pusvy sw pusw 


Bottom View 
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Others 


Others 
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NOTES: ^ 

1. All resistance values are in ohms. K = 1,000 

2. All capacitance values are in microfarads. P =■ 


1 


1 poo ,000 
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Electrical Parts List 


Resistors (All resistors are carbon film, 1/6W,±5% unless otherwise noted.) 
uF = microfarads, pF = picofarads 


Symbol 

No. 

Part No. 

Description 

1 §j|| 

Master P.C. Board 

IC's 

IC301 

51T52160F01 

HA12038-01 

1C302 

51T52160F01 

HA12038-01 

IC401 

51S43471 U02 

MPC4558C 

IC501 

51S43471 U02 

juPC4558C 

Transistors 

Q207 

48S47706F04 

2SC1843E 

or 

48S47708F04 

2SC1842E 

Q208 

48S47706F04 

2SC1843E 

or 

48S47708F04 

2SC1842E 

Q209 

48S47706F04 

2SC1843E 

or 

48S47708F04 

2SC1842E 

Q210 

48S47706F04 

2SC1843E 

or 

48S47708F04 

2SC1842E 

Q211 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q212 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q213 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q214 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945 L-P 

Q251 

48S47706F04 

2SC1843E 

or 

48S47708F04 

2SC1842E 

Q252 

48S47706F04 

2SC1843E 

or 

48S47708F04 

2SC1842E 

Q301 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q302 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q303 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q401 

48S47729F02 

FET, 2SK117BL 

or 

48S47729F01 

FET, 2SK117GR 

or 

48T51539F01 

FET, 2SK117(Y) 

or 

48S42538U01 

FET, 2SK127Q 

or 

48S42538U02 

FET, 2SK127R 

or 

48S42539U01 

FET, 2SK128Q 

or 

48S42539U02 

FET, 2SK128R 


Symbol 

No. 

Part No. 

Description 

Q402 

48S47729F02 

FET, 2SK117BL 

or 

48S47729F02 

FET, 2SK117GR 

or 

48T51539F01 

FET, 2SK117(Y) 

or 

48S42538U01 

FET, 2SK127Q 

or 

48S42538U02 

FET, 2SK127R 

or 

48S42539U01 

FET, 2SK128Q 

or 

48S42539U02 

FET, 2SK128R 

Q403 

48S47729F02 

FET, 2SK117BL 

or 

48S47729F01 

FET, 2SK117GR 

or 

48T51539F01 

FET, 2SK117(Y) 

or 

48S42538U01 

FET, 2SK127Q 

or 

48S42538U02 

FET, 2SK127R 

or 

48S42539U01 

FET, 2SK128Q 

or 

48S42539U02 

FET, 2SK128R 

Q404 

48S47729F02 

FET, 2SK117BL 

or 

48S47729F01 

FET, 2SK117GR 

or 

48T51539F01 

FET, 2SK11 7(Y) 

or 

48S42538U01 

FET, 2SK127Q 

or 

48S42538U02 

FET, 2SK127R 

or 

48S42539U01 

FET, 2SK128Q 

or 

48S42539U02 

FET, 2SK128R 

Q405 

48T57305F01 

2SD1302-S, T 

Q406 

48T57305F01 

2SD1302-S, T 

G407 

48T4301 5U01 

2SC2120-Y 

or' 

48S40832F03 

2SC1318NC-R 

Q408 

48T43015U01 

2SC2120-Y 

or 

48S40832F03 

2SC1318NC-R 

Q501 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q502 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q503 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q504 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q505 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q506 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q507 

48S42538U01 

FET, 2SK127Q 

or 

48S42539U01 

FET, 2SK128Q 

or 

48T52122F01 

FET, 2SK301 R 

or 

48T52122F02 

FET, 2SK301Q 

or 

48S42539U02 

FET, 2SK128R 

or 

48S42538U02 

FET,2SK127R 
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Q508 

48S42539U01 

FET, 2SK128Q 

or 

48T521 22F01 

FET, 2SK301R 

or 

48T52122F02 

FET, 2SK301Q 

or 

48S42539U02 

FET, 2SK128R 

or 

48S42538U01 

FET, 2SK127G 

or 

48S42583U02 

FET, 2SK127R 

Q509 

48T57305FQ1 

2SD1302-S, T 

Q510 

48T57305F01 

2SD1302-S, T 

Q511 

48S41196U03 

2SC1980-T 

or 

48S43394P01 

2SC1890E, F 

Q512 

48S411 96U03 

2SC1980-T 

or 

48S43394P01 

2SC1890E, F 

Q513 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q514 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q515 

48T43015U01 

2SC2120-Y 

or 

48S40832F03 

2SC1318NC-R 

Q516 

48T61307F01 

DTC114 

Q517 

48T61307F01 

DTC114 

Q616 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q901 

48T40081T03 

2SA733 (P) 

Q902 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q903 

48T40081T03 

2SA733 (P) 

Q904 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q905 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q906 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q907 

48T40081T03 

2SA733 (P) 

Q908 

48T61307F01 

DTC114 

Q909 

48T40081T03 

2SA733 (P) 

Q910 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q911 

48S43525F05 

2SC1815-Y, GR 

or 

48S44578J01 

2SC945L-P 

Q912 

48T40081T03 

2SA733 (P) 

Q913 

48T40081T03 

2SA733 (P) 

Q914 

48T40081T03 

2SA733 (P) 

Q915 

48T40081T03 

* 

2SA733 (P) 


Symbol 

No. 

Part No. 

Description 

Diodes 

D101 

48S40477U01 

1 N4003 

D103 

48S40477U01 

1 N4003 

D104 

48S40477U01 

1 N4003 

D110 

48T44813F01 

MA165TA 

D203 

48T44813F01 

MA165TA 

D401 

48T44813F01 

MA165TA 

D402 

48T44813F01 

MA165TA 

D403 

48T44813F01 

MA165TA 

D404 

48T44813F01 

MA165TA 

D501 

48T44813F01 

MA165TA 

D502 

48T44813F01 

MA165TA 

D503 

48T44813F01 

MA165TA 

D504 

48T44813F01 

MA165TA 

D505 

48T44813F01 

MA165TA 

D507 

48T44813F01 

MA165TA 

D508 

48T44813F01 

MA165TA 

D901 

48T44813F01 

MA165TA 

D902 

48T44813F01 

MA165TA 

D903 

48T44813F01 

MA165TA 

D905 

48T44813F01 

MA165TA 

D906 

48T44813F01 

MA165TA 

D907 

48T44813F01 

MA165TA 

D908 

48T44813F01 

MA165TA 

D909 

48T44813F01 

MA165TA 

D910 

48T44813F01 

MA165TA 

D914 

48T44813F01 

MA165TA 

D916 

48T44813F01 

MA165TA 

2D101 

48T40150U80 

Zener, HZ20-2 

ZD102 

48T40150U66 

Zener, HZ12B-3 

ZD104 

48T40150U52 

Zener, HZ11A1 

ZD105 

48T40150U71 

Zener, HZ15-2 

ZD301 

48T40150U68 

Zener, HZ12C-2 

or 

48T40150U69 

Zener, HZ12C-3 

ZD 302 

48T40150U68 

Zener, HZ12C-2 

or 

48T40150U69 

Zener, HZ12C-3 

ZD303 

48T40150U32 

Zener, HZ6B-2 

ZD501 

48T40150U32 

Zener, HZ6B-2 

ZD502 

48T40150U76 

Zener, HZ18-1 

BD101 

48T50629F01 

Bridge, WL-02 

Coils 

L201 

24S41448F99 

Inductor, Radial 4700 fiH 

L202 

24S41448F99 

Inductor, Radial 4700 /iH 

L301 

24T47741F01 

' Inductor, 36 mH 

L302 

24T47741F01 

Inductor, 36 mH 

L501 

24S41448F97 

Inductor, Radial 3300 jiH 


- 28 - 




AL-61 


1 


Symbol 

No. 

Part No. 

Description 


Symbol 

No. 

Part No. 

Description 

L502 

24S41448F97 

Inductor, Radial 3300 /iH 


C207 

08T55260F31 

Ceramic 

56 pF 

L503 

24T44499P01 

Inductor, 27 mH 


C208 

08T55260F31 

Ceramic 

56 pF 

L504 

24T44499P01 

Inductor, 27 mH 


C209 

23S40657F08 

Electrolytic 

100 uF/IOV 





C210 

23S40657F08 

Electrolytic 

100 uF/IOV 

Transformer 


C211 

08S40656F07 

Mylar 

3300 pF 

T501 

24T60951F01 

O.S.C. 










C212 

08S40656F07 

Mylar 

3300 pF 




C213 

23S40657F10 

Electrolytic 

1.0 uF/16V 




C214 

23S40657F10 

Electrolytic 

10 uF/16V 

S301-1 





C215 

08T55260F45 

Ceramic 

470 pF 




Push SUL 4 KEY 


C216 

08T55260F45 

Ceramic 

470 pF 

S302 



(Dolby NR ON/OFF) 







- 

40T60152F01 

(Dolby B/C Select) 


C217 

08T55260F49 

Ceramic 

1000 pF 

S303 



(MPX Filter ON/OFF) 


C218 

08T55260F49 

Ceramic 

1000 pF 




(Tape/Source) 


C219 

08S40656F17 

Mylar 

0.022 uF 

S401 - 





C220 

08S40656F17 

Mylar 

0.022 uF 


' 



C222 

23S40657F10 

Electrolytic 

10 UF/16V 





C225 

08S40656F20 

Mylar 

0.039 uF 





C226 

08S40656F20 

Mylar 

0.039 uF 

Jacks 




C228 

23S40657F21 

Electrolytic 

100 UF/25V 





C251 

08T55260F49 

Ceramic 

1000 pF 

J201 

09T57396F01 

Plate, Phone 4P (JAL) 


C252 

08T55260F49 

Ceramic 

1000 pF 



(LINE IN/OUT) 






J203 

09T60076F01 

Jack, Mic 


C253 

23S40657F16 

Electrolytic 

4.7 uF/25V 

J204 

09T60076F01 

Jack, Mic 


C254 

23S40657F16 

Electrolytic 

4.7 UF/25V 





C255 

23S40657F10 

Electrolytic 

10 uF/16V 




C256 

23S40657F10 

Electrolytic 

10 uF/16V 





C301 

23S40657F20 

Electrolytic 

47 UF/25V 

FI 01 

65T42077U16 

Fuse, T-1A 




FI 02 

65T42077U16 

Fuse, T-1 A 


C303 

23S40657F16 

Electrolytic 

4.7 UF/25V 

LF301 

91T57788F01 

Filter, MPX. 


C304 

23S40657F16 

Electrolytic 

4.7 UF/25V 

LF302 

91T57788F01 

Filter, MPX. 


C305 

23S40657F10 

Electrolytic 

10 uF/16V 





C306 

23S40657F10 

Electrolytic 

10 UF/16V 





C307 

08S40656F04 

Mylar 

1800 pF - 

Capacitors 







C101 

23S40657F28 

Electrolytic 1 uF/5QV 


C308 

08S40656F04 

Mylar 

1800 pF 

C102 

23C44780P24 

Electrolytic 2200 uF/50V 


C309 

23S40657F52 

Electrolytic 

220 UF/16V 

C103 

23S41198U57 

Electrolytic 470 uF/25V 


C310 

23S40657F52 

Electrolytic 

220 UF/16V 

Cl 04 

23S41198U42 

Electrolytic 220 uF/25V 


C311 

23S40657F12 

Electrolytic 

33 uF/16V 

C105 

23S41198U72 

Electrolytic 2200 uF/25V 


C313 

23S40657F11 

Electrolytic 

22 uF/16V 

Cl 06 

23S41198U56 

Electrolytic 470 uF/16V 


C314 

23S40657F11 

Electrolytic 

22 uF/16V 

C107 

23S40657F14 

Electrolytic 100 uF/16V 


C317 

23S40657F28 

Electrolytic 

1 uF/50V 

C110 

23S40657F28 

Electrolytic 1 uF/50V 


C318 

23S40657F28 

Electrolytic 

1 uF/50V 

Cl 12 

23S40657F16 

Electrolytic 4.7 uF/25V 


C319 

23S40657F28 

Electrolytic 

1 UF/50V 

C201 

08T55260F42 

Ceramic 270 pF 


C320 

23S40657F28 

Electrolytic 

1 UF/50V 

C202 

08T55260F42 

Ceramic 270 pF 


C321 

23S40657F08 

Electrolytic 

IOOuF/IOV 

C203 

23T42478F09 

Electrolytic 4.7 uF/25V 


C322 

23S40657F08 

Electrolytic 

100 uF/IOV 

C204 

23T42478F09 

Electrolytic 4.7 uF/25V 


C323 

08S40656F15 

Mylar 

0.015 uF 

C205 

08T55260F45 

Ceramic 470 pF 


C324 

08S40656F15 

Mylar 

0.015 uF 

C206 

08T55260F45 

Ceramic 470 pF 


C325 

23S40657F10 

Electrolytic 

10,u,F/16V 
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C326 

23S40657F10 

Electrolytic 

10 uF/16V 

C327 

08S40656F13 

Mylar 

0.01 uF 

C328 

08S40656F13 

Mylar 

0.01 uF 

C329 

23S40657F16 

Electrolytic 

4.7 uF/25V 

C330 

23S40657F16 

Electrolytic 

4.7 uF/25V 

C331 

08S40656F16 

Mylar 

0.018 uF 

C332 

08S40656F16 

Mylar 

0.018 uF 

C333 

23T42478F21 

Electrolytic 

0.33 uF/50V 

C334 

23T42478F21 

Electrolytic 

0.33 uF/50V 

C335 

23T42478F21 

Electrolytic 

0.33 uF/50V 

C336 

23T42478F21 

Electrolytic 

0.33 UF/50V 

C337 

08S40656F15 

Mylar 

0.015 uF 

C338 

08S40656F15 

Mylar 

0.015 uF 

C339 

23S40657F28 

Electrolytic 

1 uF/50V 

C340 

23S40657F28 

Electrolytic 

1 UF/50V 

C341 

23S40657F28 

Electrolytic 

1 uF/50V 

C342 

23S40657F28 

Electrolytic 

1 uF/50V 

C343 

23S40657F10 

Electrolytic 

10 uF/16V 

C344 

23S40657F10 

Electrolytic 

10 uF/16V 

C345 

08T55260F27 

Ceramic 

39 pF 

C346 

08T55260F27 

Ceramic 

39 pF 

C347 

08S40656F10 

Mylar 

5600 pF 

C348 

08S40656F10 

Mylar 

5600 pF 

C349 

08T55260F49 

Ceramic 

1000 pF 

C350 

08T55260F49 

Ceramic 

1000 pF 

C351 

08S40656F07 

Mylar 

3300 pF 

C352 

08S40656F07 

Mylar 

3300 pF 

C353 

23S40657F10 

Electrolytic 

10 uF/16V 

C354 

23S40657F10 

Electrolytic 

10 uF/16V 

C355 

08S40656F08 

Mylar 

3900 pF 

C356 

08S40656F08 

Mylar 

3900 pF 

C357 

08S40656F24 

Mylar 

0.082 uF 

C358 

08S40656F24 

Mylar 

0.082 uF 

C359 

23S40657F16 

Electrolytic 

4.7 uF/25V 

C360 

23S40657F16 

Electrolytic 

4.7 UF/25V 

C361 

23T42478F19 

Electrolytic 

0.15 uF/50V 

C362 

23T42478F19 

Electrolytic 

0.15 uF/50V 

C363 

23S40657F27 

Electrolytic 

0.47 uF/50V 

C364 

23S40657F27 

Electrolytic 

0.47 UF/50V 

C365 

23S40657F09 

Electrolytic 

220 uF/IOV 

C366 

23S40657F09 

Electrolytic 

220 uF/IOV 

C369 

08S40656F04 

Mylar 

1800 pF 

C370 

08S40656F04 

Mylar 

• 1800 pF 

C371 

23S40657F10 

Electrolytic 

10 uF/16V 

C372 

23S40657F10 

Electrolytic 

10 uF/16V 


Symbol 

No. 

Part No. 

Description 

C373 

23S40657F10 

Electrolytic 

10 uF/16V 

C401 

23S40657F21 

Electrolytic 

100 uF/25V 

C402 

23S40657F13 

Electrolytic 

47 uF/16V 

C403 

23T42478F19 

Electrolytic 

0.15 uF/50V 

C404 

23T42478F19 

Electrolytic 

0.15 uF/50V 

C407 

08T55260F25 

Ceramic 

33 pF 

C408 

08T55260F25 

Ceramic 

33 pF 

C409 

23S40657F10 

Electrolytic 

10 uF/16V 

C410 

23S40657F10 

Electrolytic 

10 uF/16V 

C413 

23S40657F29 

Electrolytic 

2.2 uF/50V 

C414 

23S40657F29 

Electrolytic 

2.2 uF/50V 

C415 

08T55260F33 

Ceramic 

68 pF 

C416 

08T55260F33 

Ceramic 

68 pF 

C417 

23S40657F09 

Electrolytic 

220 uF/IOV 

C418 

23S40657F09 

Electrolytic 

220 uF/IOV 

C501 

08T55260F49 

Ceramic 

1000 pF 

C502 

08T55260F49 

Ceramic 

1000 pF 

C503 

08S44503P06 

Mylar 0.0027 uF 

C504 

08S44503P06 

Mylar 0.0027 uF 

C505 

08T55260F45 

Ceramic 

470 pF 

C506 

08T55260F45 

Ceramic 

470 pF 

C507 

08S44503P02 

Mylar 0.0012 uF 

C508 

08S44503P02 

Mylar 0.0012 uF 

C509 

08T55260F44 

Ceramic 

390 pF 

C510 

08T55260F44 

Ceramic 

390 pF 

C511 

08S44503P02 

Mylar 0.0012 uF 

C512 

08S44503P02 

Mylar 0.0012 uF 

C513 

23T42478F09 

Electrolytic 

4.7 UF/25V 

C514 

23T42478F09 

Electrolytic 

4.7 uF/25V 

C515 

23S40657F10 

Electrolytic 

10 uF/16V 

C516 

23S41198U42 

Electrolytic 

220 uF/25V 

C517 

23T42478F24 

Electrolytic 

1 uF/50V 

C518 

23T42478F24 

Electrolytic 

1 uF/50V 

C519 

08S40656F08 

Mylar 

3900 pF 

C520 

08S40656F08 

Mylar 

3900pF 

C521 

08S40656F11 

Mylar 

6800 pF 

C522 

08S40656F11 

Mylar 

6800 pF 

C523 

08S40656F25 

Mylar 

0.1 uF i 

C524 

08S40656F25 

Mylar 

0.1 uF 

C525 

23S40657F16 

Electrolytic 

4.7 UF/25V 

C526 

23S40657F16 

Electrolytic 

4.7 UF/25V 

C527 

08T55260F43 

Ceramic 

330 pF 

C528 

08T55260F43 

Ceramic 

330 pF 

C529 

08T55260F35 

Ceramic 

82 pF 

C530 

08T55260F35 

Ceramic 

82 pF 
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C531 

08T55260F49 

Ceramic 

1000 pF 


R225 

06S55066F02 

33K ohm 

C532 

08T55260F49 

Ceramic 

1000 pF 


R226 

06S55066F02 

33K ohm 

C533 

08T55260F43 

Ceramic 

330 pF 


R227 

06S55066F37 

910K ohm 

C534 

08T55260F43 

Ceramic 

330 pF 


R228 

06S55066F37 

910K ohm 

C535 

08T55260F49 

Ceramic 

1000 pF 


R229 

06S55065F81 

4.7K ohm 

C536 

08T55260F49 

Ceramic 

1000 pF 


R230 

06S55065F81 

4.7K ohm 

C537 

23S40657F16 

Electrolytic 

4.7 uF/25V 


R231 

06S55065F97 

22K ohm 

C538 

08T52448F35 

Polypropylene, 8200 pF 


R232 

06S55065F97 

22K ohm 

C539 

08S40656F11 

Mylar 

6800 pF 


R233 

06S55065F74 

2.4K ohm 

C540 

08S40656F07 

Mylar 

3300 pF 


R234 

06S55065F74 

2.4K ohm 

C541 

08S40656F07 

Mylar 

3300 pF 


R235 

06S55065F75 

2.7K ohm 

C542 

08S40656F13 

Mylar 

0.01 uF 


R236 

06S55065F75 

2.7K ohm 

C543 

23S40657F20 

Electrolytic 

47 uF/25V 


R239 

06S55065F97 

22K ohm 

C555 

08T55260F43 

Ceramic 

330 pF 


R240 

06S55065F97 

22K ohm 

C556 

08T55260F43 

Ceramic 

330 pF 


R241 

06S55065F99 

27K ohm 

C901 

23S40657F28 

Electrolytic 

1 uF/50V 


R243 

06S55065F67 

1.2K ohm 

C903 

23S40657F16 

Electrolytic 

4.7 uF/25V 


R244 

06S55065F67 

1.2K ohm 

C904 

23S40657F21 

Electrolytic 

100 uF/25V 


R251 

06S55065F91 

12K ohm 

C905 

23S40657F16 

Electrolytic 

4.7 uF/25V 


R252 

06S55065F91 

12K ohm 

C906 

23S40657F10 

Electrolytic 

10 uF/16V 


R253 

06S55065F57 

470 ohm 

C907 

23S40657F16 

Electrolytic 

4.7 uF/25V 


R254 

06S55065F57 

470 ohm 

C908 

23S40657F18 

Electrolytic 

22 UF/25V 


R255 

06S55065F89 

lOKohm 

C909 

08S40656F25 

Mylar 

0.1 uF 


R256 

06S55065F89 

10K ohm 

C951 

23T42477F11 

Electrolytic(B.P) 10uF/25V 


R257 

06S55066F30 

470K ohm 






R258 

06S55066F30 

470K ohm 






R259 

06S55066F38 

1M ohm 






R260 

06S55066F38 

1M ohm 






R261 

06S55065F89 

10K ohm 






R262 

06S55065F89 

10K ohm 

Resistors 




R263 

06S55066F14 

lOOKohm 

rich 

06T55177F69 

Metal Film 

1.5K ohm 1W 





R102 

06T55177F53 

Metal Film 

330 ohm 1W 


R264 

06S55066F14 

lOOKohm 

R104 

06S55065F89 


10K ohm 


R301 

06S55065F81 

4.7K ohm 

R201 

06S55066F10 


68K ohm 


R302 

06S55066F06 

47 K ohm 

R202 

06S55066F10 


68K ohm 


R303 

06S55065F41 

100 ohm 






R304 

06S55065F41 

100 ohm 

R213 

06S55066F14 


lOOKohm 





R214 

06S55066F14 


100K ohm 


R307 

06S55066F24 

270K ohm 

R215 

06S55065F53 


330 ohm 


R308 

06S55066F24 

270K ohm 

R216 

06S55065F53 


330 ohm 


R309 

06S55066F06 

47K ohm 

R219 

06S55066F22 


220K ohm 


R310 

06S55066F06 

47K ohm 






R311 

06S55065F74 

2.4K ohm 

R220 

06S55066F22 


220K ohm 





R221 

06S55065F97 


22K ohm 


R312 

06S55065F74 

2.4K ohm 

R222 

06S55065F97 


22K ohm 


R313 

06S55065F71 

1.8K ohm 

R223 

06S55065F69 


1.5K ohm 


R314 

06S55065F71 

1.8K ohm 

R224 

06S55065F69 


1.5K ohm 


R315 

06S55066F14 

100K ohm 


. 




R316 

06S55066F14 

100K ohm 
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R364 

06S55065F87 

8.2K ohm 

R365 

06S55065F84 

6.2K ohm 

R366 

06S55065F84 

6.2K ohm 

R367 

06S55066F12 

82K ohm 

R368 

06S55066F12 

82K ohm 

R369 

06S55065F65 

1 K ohm 

R370 

06S55065F65 

1 K ohm 

R371 

06S55065F77 

3.3K ohm 

R372 

06S55065F77 

3.3K ohm 

R373 

06S55065F87 

8.2K ohm 

R374 

06S55065F87 

8.2K ohm 

R375 

06S55065F82 

5.1 K ohm 

R376 

06S55065F82 

5.1 K ohm 

R377 

06S55065F87 

8.2K ohm 

R378 

06S55065F87 

8.2K ohm 

R379 

06S55065F83 

5.6K ohm 

R380 

06S55065F83 

5.6K ohm 

R381 

06S55065F65 

' IK ohm 

R401 

06S55065F67 

1.2K ohm 

R402 

06S55065F67 

1.2K ohm 

R403 

06S55065F89 

lOKohm 

R404 

06S55065F89 

10K ohm 

R409 

06S55065F72 

2K ohm 

R410 

06S55065F72 

2K ohm 

R411 

06S55066F30 

470K ohm 

R412 

06S55066F30 

470K ohm 

R413 

06S55065F99 

27K ohm 

R414 

06S55065F99 

27K ohm 

R415 

06S55066F14 

lOOKohm 

R416 

06S55066F14 

lOOKohm 

R425 

06S55065F53 

330 ohm 

R426 

06S55065F53 

330 ohm 

R427 

06S55065F81 

4.7K ohm 

R428 

06S55065F81 

4.7K ohm 

R429 

06S55065F55 

390 ohm 

R430 

06S55065F55 

390 ohm 

R431 

06S55066F12 

82K ohm 

R432 

06S55066F12 

82K ohm 

R435 

06T55177F53 

Metal Film 330 ohm 1W 

R436 

06T55177F53 

Metal Film 330 ohm 1W 

R437 

06T55175F29 

Metal Film 33 ohm 1/2W 

R438 

06T55175F29 

Metal Film 33 ohm 1/2W 

R439 

06S55065F89 

lOKohm 

R440 

06S55065F89 

10K ohm 

R443 

06S55065F65 

1 K ohm 


Symbol 

No. 

Fart No. 

Description 

R319 

06T55179F47 

Metal Film 180 ohm 2W 

R320 

06T55179F47 

Metal Film 180 ohm 2W 

R321 

06S55065F81 

4.7K ohm 

R322 

O6S55065F83 

5.6K ohm 

R323 

06S55065F73 

2.2K ohm 

R324 

06S55065F87 

8.2K ohm 

R325 

06S55066F02 

33K ohm 

R326 

06S55066F02 

33K ohm 

R327 

06S55065F97 

22K ohm 

R328 

06S55065F97 

22 K ohm 

R329 

06S55066F08 

56K ohm 

R330 

06S55066F08 

56K ohm 

R331 

06S55066F08 

56K ohm 

R332 

06S55066F08 

56K ohm 

R333 

06S55065F82 

5.1 K ohm 

R334 

06S550S5F82 

5.1 K ohm 

R335 

06S55065F93 

15K ohm 

R336 

06S55065F93 

15K ohm 

R337 

06S55065F47 

180 ohm 

R338 

06S55065F47 

180 ohm 

R339 

06S55066F06 

47 K ohm 

R340 

06S55066F06 

47K ohm 

R341 

06S55065F84 

6.2K ohm 

R342 

06S55065F84 

6.2K ohm 

R343 

06S55066F12 

82K ohm 

R344 

06S55066F12 

82K ohm 

R345 

06S55065F41 

100 ohm 

R346 

06S55065F41 

100 ohm 

R347 

06S55066F38 

1M ohm 

R348 

06S55066F38 

1M ohm 

R349 

06S55065F82 

5.1 K ohm 

R350 

06S55065F82 

5.1 K ohm 

R351 

06S55065F89 

lOKohm 

R352 

06S55065F89 

10K ohm 

R353 

06S55066F10 

68K ohm 

R354 

06S55066F10 

68K ohm 

R355 

06S55065F81 

4.7K ohm 

R356 

06S55065F81 

4.7K ohm 

R357 

06S55065F50 

240 ohm 

R358 

06S55065F50 

240 ohm 

R359 

06S55066F08 

56K ohm 

R360 

06S55066F08 

56K ohm 

R361 

06S55065F49 

220 ohm 

R362 

06S55065F49 

220 ohm 

R363 

06S55065F87 

8.2K ohm 
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R444 

06S55065F65 

1K ohm 


R549 

06S55065F89 

10K ohm 

R501 

06S55066F02 

33K ohm 


R550 

06S55065F89 

10K ohm 

R502 

06S55066F02 

33K ohm 


R551 

06S55065F81 

4.7K ohm 

R503 

06S55066F01 

30K ohm 


R552 

06S55065F01 

2.2 ohm 

R504 

06S55066F01 

30K ohm 


R553 

06T55175F13 

Metal Film 6.8 ohm 1/2W 

R505 

06S55066F12 

82K ohm 


R554 

06T55175F13 

Metal Film 6.8 ohm 1/2W 

R506 

06S55066F12 

82K ohm 


R555 

06S55065F97 

22K ohm 

R507 

06S55066F04 

39K ohm 


R556 

06S55065F97 

22K ohm 

R508 

06S55066F04 

39K ohm 


R557 

06S55065F49 

220 ohm 

R509 

06S55066F07 

51K ohm 


R558 

06S55065F49 

220 ohm 

R510 

06S55066F07 

51K ohm 


R559 

06S55065F77 

3.3K ohm 

R511 

06S55065F99 

27K ohm 


R560 

06S55065F89 

10K ohm 

R512 

06S55065F99 

27K ohm 


R561 

06S55065F75 

2.7K ohm 

R513 

06S55065F89 

10K ohm 


R567 

06S55065F17 

10 ohm 

R514 

06S55065F89 

lOKohm 


R568 

06S55065F17 

10 ohm 

R515 

06S55066F10 

68K ohm 


R630 

06S55065F97 

22K ohm 

R516 

06S55066F10 

68K ohm 


R631 

06S55065F75 

2.7K ohm 

R517 

06S55066F10 

68K ohm 


R632 

06S55065F89 

10K ohm 

R518 

06S55066F10 

68K ohm 


R851 

06S55065F67 

1.2K ohm 

R519 

06S55066F10 

68K ohm 


R852 

06S55065F67 

1.2K ohm 

R520 

06S55066F10 

68K ohm 


R853 

06S55065F67 

1.2K ohm 

R521 

06S55066F06 

47K ohm 


R854 

06S55065F67 

1.2Kohm 

R522 

06S55066F06 

47K ohm 


R855 

06S55065F67 

1.2K ohm 

R523 

06S55066F08 

56K ohm 


R856 

06S55065F67 

1.2K ohm 

R524 

06S55066F08 

56K ohm 


R857 

06S55065F67 

1.2K ohm 

R525 

06S55065F77 

3.3K ohm 


R858 

06S55065F67 

1.2K ohm 

R526 

06S55065F77 

3.3K ohm 


R859 

06S55065F67 

1.2K ohm 

R527 

06S55065F99 

27K ohm 


R901 

06S55065F89 

lOKohm 

R528 

06S55065F99 

27K ohm 


R902 

06S55065F89 

10K ohm 

R531 

06S55065F41 

100 ohm 


R903 

06S55065F97 

22K ohm 

R532 

06S55065F41 

100 ohm 


R904 

06S55065F97 

22K ohm 

R533 

06S55065F89 

lOKohm 


R905 

06S55065F97 

22K ohm 

R534 

06S55065F89 

10K ohm 


R906 

06S55065F89 

lOKohm 

R537 

06S55065F41 

100 ohm 


R907 

06S55065F89 

10K ohm 

R538 

06S55065F41 

100 ohm 


R908 

06S55065F89 

10K ohm 

R539 

06S55066F02 

33K ohm 


R909 

06S55065F81 

4.7K ohm 

R540 

06S55066F02 

33 K ohm 


R910 

06S55065F97 

22K ohm 

R541 

06S55066F20 

180K ohm 


R911 

06S55065F97 

22K ohm 

R542 

06S55066F20 

180K ohm 


R912 

06S55066F06 

47K ohm 

R543 

06S55065F81 

4.7K ohm 


R913 

06S55065F89 

lOKohm 

R544 

06S55065F81 

4.7K ohm 


R914 

06S55065F89 

10K ohm 

R545 

06S55066F38 

1M ohm 


R917 

06S55065F87 

8.2K ohm 

R546 

06S55066F38 

1M ohm 


R918 

06S55065F73 

2.2K ohm 

R547 

06S55065F89 

lOKohm 


R919 

06S55065F97 

22K ohm 

R548 

06S55065F89 

10K ohm 


R920 

06S55066F02 

33K ohm 
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R921 

06S55065F97 


22K ohm 


Q602 

48T43015U01 

2SC2120-Y 

R922 

06S55065F97 


22K ohm 


or 

48S40832F03 

2SG1318NC-R 

R924 

06S55065F97 


22K ohm 


Q603 

48T43015U01 

2SC2120-Y 

R925 

06S55065F93 


15K ohm 


or 

48S40832F03 

2SC1318NC-R 

R927 

06S55066F02 


33K ohm 


Q605 

48S43525F05 

2SC1815-Y, GR 

R928 

06S55065F81 


4.7K ohm 


or 

48S44578J01 

2SC945LP 

R929 

06S55065F89 


10K ohm 


Q606 

48S43525F05 

2SC1815-Y, GR 

R930 

06S55065F89 


lOKohm 


or 

48S44578J01 

2SC945L-P 

R931 

06S55065F89 


lOKohm 


Q607 

48S43525F05 

2SC1815-Y, GR 

R932 

06S55065F89 


10K ohm 


or 

48S44578J01 

2SC945L-P 

R933 

06S55065F89 


10K ohm 


Q608 

48S43525F05 

2SC1815-Y, GR 

R934 

06S55065F89 


10K ohm 


or 

48S44578J01 

2SC945LP 

R935 

06S55065F89 


10K ohm 


Q610 

48S43525F05 

2SC1815-Y, GR 

R936 

06S55065F89 


10K ohm 


or 

48S44578J01 

2SC945LP 

R937 

06S55065F89 


10K ohm 


Q611 

48S43525F05 

2SC1815-Y, GR 






or 

48S44578J01 

2SC945LP 

R952 

06S55066F14 


100K ohm 





R953 

06S41801P64 


470K ohm 1/4W 


Q612 

48S43525F05 

2SC1815-Y, GR 

R954 

06S55066F30 


470K ohm 


or 

48S44578J01 

2SC945LP 

R956 

06S55066F02 


33K ohm 


Q613 

48S43525F05 

2SC1815-Y, GR 

VR201 

18T52946F15 

Variable 

22K ohm 


or 

48S44578J01 

2SC945LP 






Q614 

48S43525F05 

2SC1815-Y, GR 

VR202 

18T52946F15 

Variable 

22K ohm 


or 

48S44578J01 

2SC945LP 

VR401 

18T60151F01 

Variable, Rotary 5K ohm A 










Q615 

48S43525F05 

2SC1815-Y, GR 

VR403 

18T52946F13 

Variable 

10K ohm 


or 

48S44578J01 

2SC945LP 

VR404 

18T52946F13 

Variable 

10K ohm 


Q916 

48T60583F01 

DTA114N 

VR501 

18T52946F17 

Variable 

47K ohm 


Q917 

48S43525F05 

2SC1815-Y, GR 



(OUTPUT 

LEVEL) 


or 

48S44578J01 

2SC945LP 

VR502 

18T52946F17 

Variable 

47K ohm 





VR503 

18T52946F19 

Variable 

100K ohm 


Q918 

48S43525F05 

2SC1815-Y, GR 

VR504 

18T52946F19 

Variable 

lOOKohm 


or 

48S44578J01 

2SC945LP 

VR505 

18B44064J07 

Variable . 

100K ohm 1/2W 


Q919 

48S43525F05 

2SC1815-Y, GR 

VR506 

18B44064J07 

Variable 

lOOKohm 1/2W 


or 

48S44578J01 

2SC945LP 






Q920 

48S43525F05 

2SC1815-Y, GR 

VR507 

18T60150F01 

Variable, Rotary IK ohm B 


or 

48S44578J01 

2SC945LP 



(BIAS FINE) 





VR508 

18T52946F09 

Variable 

2.2K ohm 


Q921 

48T60583F01 

DTA114N 


Control P.C. Board 





IC 





IC601 

51S47110F01 

BA843 



Diodes 






D601 

D602 

D603 

48S40477U01 

48S40477U01 

1N4003 

1N4003 

T ransistors 


Q103 

48T43015U01 

2SC2120-Y 


48S40477U01 

1N4003 

or 

48S40832F03 

2SC1318NC-R 


D605 

48T58583F01 

SSI 76 

Q601 

48T43015U01 

2SC2120-Y 


or 

48T44813F01 

MA165TA 

or 

48S40832F03 

2SC1318NC-R 
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D606 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D607 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D615 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D616 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D617 

48T57425F01 

1M60FM 

D618 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D911 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D912 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

D913 

48T58583F01 

SSI 76 

or 

48T44813F01 

MA165TA 

ZD103 

48T40150U32 

Zener, HZ6B-2 

Jack 

J601 

09T50261 F01 

JACK (REMOTE) 

Capacitors 

Cl 08 

23S40657F10 

Electrolytic 10 uF/16V 

Cl 09 

23S40657 F10 

Electrolytic 10 uF/16V 

C602 

23S40657F10 

Electrolytic 10 uF/16V 

C603 

23S40657F09 

Electrolytic 220 uF/IOV 

C604 

23S40657F09 

Electrolytic 220 uF/IOV 

C606 

23S40657F10 

Electrolytic 10 uF/16V 

C607 

08T55260F61 

Ceramic 0.01 uF 

C608 

23S40657F09 

Electrolytic 220 uF/IOV 

C610 

23S40657F14 

Electrolytic 100 uF/16V 

C611 

08T55260F61 

Ceramic 0.01 uF 

C612 

08T55260F61 

Ceramic 0.01 uF 

C613 

08T55260F61 

Ceramic 0.01 uF 

C614 

08T55260F61 

Ceramic 0.01 uF 

C615 

08T55260F61 

Ceramic 0.01 uF 

C616 

08T55260F61 

Ceramic 0.01 uF 


Symbol 

No. 

Part No. 

Description 

C617 

23S40657F13 

Electrolytic 47 uF/16V 

C627 

08T55260F61 

Ceramic 0.01 uF 

C910 

23S40657F16 

Electrolytic 4.7 uF/25V 

C911 

23S40657F28 

Electrolytic 1 uF/50V 

Resistors 

R103 

06S55065F63 

820 ohm 

"R601 

06S55065F73 

2.2K ohm 

R602 

06S55065F59 

560 ohm 

R603 

06S55065F59 

560 ohm 

R604 

06S55065F53 

330 ohm 

R605 

06S55065F53 

330 ohm 

R606 

06S55065F59 

560 ohm 

R609 

06S55066F06 

47K ohm 

R610 

06S55066F06 

47K ohm 

R615 

06S55065F85 

6.8K ohm 

R616 

06S55065F91 

12K ohm 

R617 

06S55065F93 

15K ohm 

R618 

06S55065F89 

10K ohm 

R619 

06S55065F77 

3.3K ohm 

R621 

06S55065F87 

8.2K ohm 

R622 

06S55065F87 

8.2K ohm 

R623 

06S55066F04 

39K ohm 

R624 

06S55066F02 

33K ohm 

R625 

06S55065F41 

100 ohm 

R626 

06S55065F53 

330 ohm 

R627 

06S55065F77 

3.3K ohm 

R628 

06S55066F06 

47K ohm 

R629 

06S55066F02 

33K ohm 

R938 

06S55065F89 

lOKohm 

R941 

06S55065F89 

lOKohm 

R942 

06S55065F97 

22 K ohm 

R943 

06S55065F97 

22K ohm 

R944 

06S55065F77 

3.3K ohm 

R946 

06S55065F89 

10K ohm 

R947 

06S55065F89 

lOKohm 

R948 

06S55065F89 

lOKohm 

R949 

06S55065F89 

10K ohm 
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Capacitors 


C801 

23S40657F29 

Electrolytic 2.2 uF/50V 

C802 

23S40657F29 

Electrolytic 2.2 uF/50V 

C803 

23S40657F05 

Electrolytic 22 uF/IOV 

C804 

23S40657F05 

Electrolytic 22 uF/IOV 

- 

Miscellai 

ieous Parts 

Cl 

08T57437F09 

Cap, Ceramic 0.01 uF 

J101 

09T60095F01 

Socket, AC 

J401 

09T60076F02 

Jack, Head Phase 

HD201 , 
HD502 

88T57524F01 

Head R/P Combination 

HD501 

FUI63-13 

Head, Erase 

LD601 

48T45518F01 

LED, 1331G (Grn) (PLAY) 

LD602 

48T45519F01 

LED, 1741Y (Yel) (PAUSE) 

LD801 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD802 

48T60485F01 

LED, SLR-34MG3 (Grn) 



(Level Meter) 

LD803 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level-Meter) 

LD804 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD805 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD806 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD807 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter)) 

LD808 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD809 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD810 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD811 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD812 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 


Symbol 

No. 

Part No. 

Description 

; v ■ 

Keyboard S 

witch P.C. Board 

Diode 

LD603 

48T60946F01 

LED, LD-603VR {RED)(REC) 

Switches 

5601 

5602 

5603 

5604 

5605 

40T44505F01 
40T44505F01 
40T44505F01 
40T44505F01 
40T44505F01 

Switch, KHG (PLAY) 

Switch, KHG (STOP) 

Switch, KHG (FF) 

Switch, KHG (REW) 

Switch, KHG (PAUSE) 

5606 

5607 
S610 

40T44505F01 

40T44505F01 

40T61322F01 

Switch, KHG (REC) 

Switch, KHG (REC MUTE) 
Switch, KHG 10904 
(Metal 50) 


Meter 1 

S .C. Board 

IC's 

IC801 

IC802 

51T60489F01 

51T60489F01 

BA682A 

BA682A 

Resistors 

R801 

R802 

R803 

R804 

R805 

06S44594P23 

06S44594P23 

06S44593P99 

06S44593P99 

06S44593P89 

240K ohm 1/4W 

240K ohm 1/4W 

27 K ohm 1/4W 

27 K ohm 1/4W 

10K ohm 1/4W 

R806 

R807 

R808 

R809 

R810 

06S44593P89 

06S44593P89 

06S44593P89 

06S44593P61 

06S44593P61 

10K ohm 1/4W 

10K ohm 1/4W 

10K ohm 1/4W 

680 ohm 1/4W 

680 ohm 1/4W 

R821 

R822 

VR203 

VR801 

VR802 

06S44593P47 

06S44593P47 

18T60079F01 

18T52946F17 

18T52946F17 

180 ohm 1/4W 

180 ohm 1/4W 

VR, Slide 20K ohm A 

Variable 47K ohm 

Variable 47K ohm 
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Symbol 

No. 

Part No. 

Description 

LD813 

48T6O485F01 

LED, SLR-34MG3 (Grn) 

(Level Wleter) 

LD814 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD815 

48T6O485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD816 

48T6O485F01 

LED, SLR-34MG3 (Grn) 

(Level Meter) 

LD817 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD818 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD819 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD820 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD821 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD822 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD823 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD824 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD825 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD826 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Level Meter) 

LD827 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Metal 50) 

LD828 

48T60485F01 

LED.SLR-34MG3 (Grn) 
(Metal) 

LD829 

48T60485F01 

LED, SLR-34MG3 (Grn) 
(Cr0 2 ) 

LD830 

48T60485F01 

LED.SLR-34MG3 (Grn) 
(Normal) 

LD831 

48T60485F01 

LED, SLR-34MG3 (Grn) 
(Tape) 

LD832 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Source) 

LD833 

48T60485F01 

LED, SLR-34MG3 (Grn) 
(Dolby B) 

LD834 

48T60486F01 

LED, SLR-34DU3 (AMB) 
(Dolby C) 

LD835 

48T60485F01 

LED, SLR-34MG3 (Grn) 

(MPX Filter ON) 

M601 

F064-093 

Assembly, Motor 

PL101 

65C42544U04 

Lamp, Pilot 14V-50mA 
(Cassette) 


Symbol 

No. 

Part No. 

Description 

Q101 

48T56031 F01 

Transistor, 2SD1266-P, Q 

or 

48T58614F01 

Transistor, 2SD1406 

Q102 

48T56031F01 

Transistor, 2SD1266-P, Q 

or 

48T58614F01 

Transistor, 2SD1406 

Q104 

48S43525F05 

Transistor, 2SC1815-Y, GR 

or 

48S44578J01 

Transistor, 2SC945L-P 

Q105 

48S43525F05 

Transistor, 2SC1815-Y, GR 

or 

48S44578J01 

Transistor, 2SC945L-P 

S101 

40T45561F02 

Switch, Power (SDL1P) 

S201 

FE173-11 

Slide Switch (Metal) 

S202 

FE173-11 

Slide Switch (70 jus) 

S611 

FE173-11 

Slide Switch (AR) 

S612 

FE173-11 

Slide Switch (Pack) 

S613 

40T471Q4F01 

Switch, Reed 

S616 

40T55489F01 

Switch, Slide SSA 
(Timer Switch) 

S901 

40T50262F01 

Switch, Slide (Timer 

Metal 50 Select Switch) 

SD601 

F082-046 

Solenoid (Play) 

SD602 

PKA1610 6 

Solenoid (FF) 

SD603 

PKA16106 

Solenoid (REW) 

T101 

25T60094F01 

Trans, Power 
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Cabinet Assembly Parts List 


IS 


Part No. 

Description 

41 

3-F 


Power P.C. Board 

42 



Heat Sink 1650MT 

43 

3-F 


Reed Switch P.C. Board 

44 

3-F 

07C58941F01 

Frame, Volume 

45 

4-F 

64A58934F01 

Plate, Volume 

46 

4-F 


Assembly, Master P.C. Board 

47 

1-H 

03S43997P88 

Screw, Bind (M2 x 6) 

48 

2-G 

29A41814G01 

Lug 

49 

2-G 

09T45548F01 

Holder, Fuse 

50 

4-G 

* 

Chassis, Side 

51 

4-G 


Cover, Bottom 

52 


03S44205G16 

Screw, Countersink (M3 x 6) 

53 

1-F 

43A44685F01 

Spacer, Switch 

54 

5-D 

03S44205G19 

Screw, Pan (M3 x 8) 

55 

5-E 

43A62489F01 

Spacer, Volume 

56 

5-E 

03S40012G47 

Screw, Tapping (M2.6 x 8) 

57 

4-B 

04S40070G22 

Washer, Flat (M2.6) 

58 

2-C 

26A62457F01 

Shield, Static 

59 

3-G 

26A61682F01 

Shield, Pre-Amp 

60 

2-F 

01V61900F05 

Assembly, Control P.C. Board 


o 

U 

Si 

I 


Description 

1 

2-A 

15D58926F02 

Cover, Top 

2 


03S40036U16 

Screw, W/Washer (M4 x 6) 

3 

3-A 

01 B60087F02 

Assembly, Door 

4 

4-A 

54C61105F02 

Sheet, Display 

5 

4-A 

01V61200F37 

Assembly, Front Panel 

6 

4-A 

03S40012G26 

Screw, Tapping (M3 x 6) 

7 

4-B 

01 V61200F35 

Assembly, Key Board 

Switch & REC LED P.C. Board 

8 

5-B 

26A61725F01 

Shield, Static 

9 


03S40012G48 

Screw, Tapping (M3 x 6) 

10 


03S40011G17 

Screw, Pan (M3 x 6) 

11 

4-C 

36A60235F01 

Knob, Power 

12 

4-C 

36A55392F02 

Knob, Slide Switch 

13 

4-C 

03C40014G12 

Screw, W/Washer 
(M2.6 x 4) 

14 


03S40012G59 

Screw, Tapping (M2.6 x 6) 

15 

5-C 

01C60172F01 

Assembly, Front Eschution 

16 

5-C 

36A60109F01 

Knob, Rotary 

17 

1-H 

03S40012G41 

Screw Tapping (M3 x 8) 

18 

1-C 

01V61200F29 

Assembly, Meter P.C. 

Board 

19 

2-C 

01V61200F32 

Assembly, Dust Cover 

20 

2-C 

03S44205G32 

Screw, Bind (M3 x 5) 

21 

2-C 

43T53136F01 

Bush, Cap TP150-301 

22 

5-C 

01C60173F01 

Assembly, Meter Frame 

23 

5-C 

01A60930F01 

Assembly, Knob Record 

24 

1-D 

43A51937F01 

Spacer, Eject 

25 

2-D 

81T60236F01 

Cassette Deck (FL87E32G) 

27 


75A60070F01 

Pad, Rubber 

28 

5-D 

36A52480F03 

Knob, Push 

29 

3-E 


Timer Switch P.C. Board 

30 

3-E 


Headphone P.C. Board 

31 

3-E 


Bracket, Counter 

32 

4-E 

72T60041 F01 

Tape, Counter 

33 

5-E 

36A55519F01 

Knob, Push 

34 

1-E 

42A45366F01 

Belt, Counter 

35 

3-E 

X 

Chassis, Bottom 

36 

4-E 

03S43997P29 

Screw, Pan (M3 x 5) 

37 

4-E 

36A58935F01 

Knob, Slide Volume 

38 

5-E 

X 

Chassis, Front 

39 

1-F 

1 5C58925F02 

Cover, Rear 

40 


05B41635J02 

Rivet Push 


NOTE: The parts whose parts numbers are not entered will not be supplied. 
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Cassette Deck Assembly Parts List 


Symbol 

No. 

_ 

X 

0> 

*0 

c 

Part No. 

Description 

241 

5-D 

F J123-14 

Polyslider 

242 

5-D 

FN154-14 

Gear, Idler 

243 

1-E 

* 

Connector, P.C. Board 

244 

1 -E 

FP463-11 

Belt, Sub 

245 

2-E 

FJ123-19 

Washer, Lock 

246 

2-D 

FP470-11 

Assembly, Clutch 

247 

3-D 

FK551-13 

Spring, Cassette 

248 

3-D 

FG114-15 

Screw, W/Washer 
(M2.6 x 4) 

249 

4-D 

FK578-13 

Spring, Head Base Hold 

250 

5-D 

F014-053 

Assembly, Pinch Roller 

251 


FJ123-21 

Washer, Lock 

252 

4-E 

F J141-12 

Washer, Oil Shiel 

253 

5-E 

FK569-14 

Spring, Pinch Roller 

254 

1-E 

FG143-30 

Screw, Pan (M2.6 x 30) 

255 

2-E 

FG143-17 

Screw, Pan 

256 

2-E 

FK575-11 

Spring, Play Idler 

257 

2-E 

FP469-12 

Assembly, Idler 

258 


FK577-13 

Spring, Head Base 

259 

4-F 

FR359-12 

Arm, Play Solenoid 

260 

5-F 

FJ111-40 

Washer, Polyslider 

261 

5-F 

FK576-12 

Spring, Play Solenoid Arm 

262 

5-F 

FR350-15 

Bracket, Door 

263 

2-F 

KG 194-46 

Screw, Tap Tite 
(M3 x 4.5) 

264 

2-F 

FK570-12 

Spring, Bracket Solenoid 

265 

2-F 

* 

Bracket, Solenoid Assembly 

266 

3-F 

% 

Base, Assist 

267 

3-F 

FK574-13 

Spring, Base Assist 

268 

1-G 

FD12W-12 

Arm, Brake 

269 

2-G 

FR355-15 

Arm, FF Solenoid 

270 

3-G 

FN153-11 

Gear, Play 

271 

3-G 


Bracket, Motor 

272 

4-G 

FK11F-16 

Spring, Srast 

273 

4-G 

FM281-12 

Spacer, Flywheel 

274 

4-G 

FP462-11 

Belt, Main 

275 

4-G 

FR13L-11 

Assembly, Flywheel 

276 

1-H 

i 

! 

FK11Y-13 

Brake, Rod 


Symbol 

No. 

Index 

Part No. 

Description 

201 

1 -A 

FF11C-14 

Rubber, Brake 

202 

2-A 

FK12A-12 

Spring, Brake 

203 


KG 194-12 

Screw, Pan (M3 x 6) 

204 


FM296-11 

Spacer 

205 

2-A 

FK573-11 

Spring, Arm Lock 

206 

3-B 

F027-062 

Frame, Door Assembly 

207 


FK572-11 

Spring, Azimuth 

208 


UG11K-11 

Screw, Bind (M2 x 11.5) 

209 

1-B 

FL25F-11 

Shaft (A) 

210 

1-B 

FC15G-14 

Lever, Brake 

211 

3-B 

FK18M-11 

Spring, Arm Eject 

212 

3-B 

FC32U-11 

Arm, Eject Lock 

213 

3-B 

% 

Plate, Head Assembly 

214 

3-B 

FD14U-16 

Spacer, Head 

215 

4-B 

FG137-13 

Screw, F-Lock 

216 

5-B 

FK11F-23 

Tilt, Spring 

217 

5-B 

UG11M-11 

Screw, Tilt 

218 

5-B 

FJ151-11 

Washer, Flat 

219 

5-B 

UG11K-12 

Screw, Bind (M2 x 18) 

220 

2-C 

FD26K-11 

Arm, Cassette 

221 

2-C 

FD26M-11 

Arm (M) 

222 

2-C 

UG11D-11 

Screw, Tap Tite (M2 x 12) 

223 

2-C 

FP472-11 

Assembly, Damper 

224 

3-C 

FK568-11 

Spirng, Door 

225 


FD26L-11 

Arm, Record 

226 

2-C 

KG111-19 

Ring, "E" 

227 

3-C 

FJ111-18 

Washer, Polyslider 

228 

4-C 

FP464-11 

Pad, Cushion 

229 

4-C 

FI 05-019 

Assembly, Reel 

230 

4-C 

FI 23-025 

Assembly, Take UP Reel 

231 

4-C 

FJ111-17 

Washer, Polyslider 

232 

5-C 

FG137-12 

Screw, F-Lock (M2 x 4) 

233 

5-C 

FR13V-12 

Assembly, Tension Arm 

234 

2-D 

FR352-11 

Lever, Safety 

235 


KG189-11 

Screw, Pan 

236 

3-D 

FR349-17 

Bracket, Damper 

237 

3-D 

i % 

Assembly, Chassis 

238 

3-D 

i FK579-15 

Spring, Back Tension 

239 

4-D 

i FJ111-12 

Washer, Polyslider 

240 

5-D 

. FR360-12 

Guide, Cassette 


NOTE: ^ The parts whose parts numbers are not entered will not be supplied. 
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I( 

N 

✓ 


IC50I 

IC30I 

1C 302 

Transistor (Q) 


0251,0252,0207,0209 
0208 0210 
0509 

0510 

0511,0512,0513,0514, Q5I5 

Q2M Q2I3 0301,0302 ^ ^ ly> 

0507 0212 0501,0503,050°5 2i4 0502,0504,0506 0903,0905 0904,0906 oil! 0915 Q( 

0 **°™ 090, 0902 0909^0 8 09„ ...S'"™* 

Diode 

(D,BD,ZD,LD) 


ZD502 

0507 D203 ZD302 ZD30I ZD303 

0508 0505 0504 0503 5 0901 0906 0905 DUO . 

oloi 0502 0902 0903 0916 0908 0909 0910 ZD,01 ZD,04 


D 

OV 

G 

METAL 

70jj S -9.3V 
50pS OV 











HD502-2 

R.CH 


0507,508 

D~1 5v 

METAL 

G 70jj S -9.3V 
50jjS 0V 

s ov 

0501,502 

R N,C OV 
M 3.0V 

0503,504 

R N,M OV 
|C 4.6 V 

0505,506 

M,C OV 
B N 5.3V 


0509,510 

p REC OV 
B PLAY 0.7V 


REC 

N 8.3V 
C 12.6V 
E M 14. IV 
PLAY 


REC 

N 8.9V 
C 13.2V 
B M 14.7V 
PLAY 

OV 


ERASE HEAD 
HD50I 


|Ohto>cvi 

HP 



METAL 50pS 
0.64V 


R236 2.7 K 0214 


jREC AMI 


} REC EQ METAL] 
FlroO 50JJS | 

SWITCHING 


70pS 0.7 vn 
120 jjS O.IV 


Tfr C95I 
10/25 BP 


b 0516 

220/25 

IC50I-I 

R543 C525 ,-. 

4.7K 4.7/25 | 9- 7V Jj 


j 19.0V j 
' R533 IOK 


r-Q- 

- L ojO _ 

""-SRJrec 
b [muting 

0509,510 J 
2SDI302 ^ 

.504 R544 C526 

>7mH 4.7K 4.7/25 


O- 1 33 K 

L50I 

_3.3mH C 521 



^JBIAS 

SWITCHING 


r 0.0068 

IC50I-2 


°L502 33K : 

3.3mH 0522 ■ 


\Q511,5 12 
2SCI890 


77 0510 
0515 


.0511 R549 IOK2SC2120-Y 1 


: < mTO 
o . o 

'b b° 

.0512 


REC EQ 
SWITCHING 


i »| iQL/y r 


I R50I \ 

j R503 33K: 


C504 R502 


C506 470P ; 


; C507 R505 
,0.0012 82 K 


1 R5I7 

050^ 


C510 390P | 


0507,508 
2SKI27-Q 
[BIAS CONTROL] 


0501,502,503 
0504,505,506 
2SC I8I5-Y,GR 


^u-j. 

" £< , 

1 






R557 R558 
220 220 


DTCI I4N x ; 
BIAS j 
SWITCHING ! 


REC MUTE 
SWITCHING 


0513,514 

2SCI8!5-Y,GR 


REC MUTE+B 
SWITCHING 0901,909 
-—-2SA733 


I I c a3Vl IC302 
I6^v1 |W 1 rggvi 


a2K^ 

HA 12038 

eqy] 


C320 1/50 


+ t 0903,907 00 < 
oo^ 2SA733 § 

CL CO q: 


R913 LLB . ; ,8V l 
IOK 

Q908 

>v DTC I 14 N 


o J+ ® < 


R9I7 D906 
, 8.2K MAI65 


* 0 } ^ CVJ < to 
. ^cvj 0><ro 


MAI65x2 


R906 + 
IOK m 


D9I4 joy] Q9II 


0902,910,91 I 
2SC1815-Y,GR 


Tovl 

[DOLBY 

re^yi 


HS5 


I 6.9 V| [75V] 


-r 

C336 R344 

+ 0.33/50 
* 82 K 


R346 C338 


[eq SW1 


+ R909 4.7K 

f 0904,905 
* Q906 
2SCI8I5 
i\ -Y.GR 


Q906 

^TQUyi. 


^ > R933 

IOK 


0912,913,914 

Q9I5 

2SA733 

Q9I3 


Lro^ 

>>£? o S^o>- 


S40I-6 MUTE +B 

SWITCHING 


0101,102 

• 2SD1406 

| -Y,GR> 

j 137 4VL ^ 

• H9.5V1 

|0I04,I05 

2SCI8I5 

-Y,G^ 

mm 

I POWER 
,P.C.BOARD. 


_—3-^’ J [>] 


. O 

! [ov 

<y QI04 

4 : 


CI04 220/25 

- i —T^ n 

CI07 ■ 


Q511,512 


c REC 

-9.26 V 

PLAY 

OV 


0905 _ Q906 _ 0907 _ 

B | PLAY 07V L [REC 0.6 V I c I REC 19.5 V 

REC _ ov [play OV [play -9,27V 

NOTES: 

1. All resistance values are in ohms. K - 1,000 ^ 

2. All capacitance values are in microfarads. P = — 


^.DVHru^- —— y 

PCWT qq,, | v. stabilizer] ' 

2.8V I LIplavI.... stop 1 
ov B REC J°- 6V POUSEl 0V 


N 

OV 

c c 

0.6 V E 

M 

172V 


















IC40I 


IC60I 


1C 801 
I C 802 


Q9I4 

0915 

0101 0104 
0102 0105 


Q6I6 


0401 


0403 
Q103 


0405 

Q402 0404 Q406 

0601 Q602 0603 

0606,0605,0611,0610, 0608 ,0607 


Q407, Q408 
Q6I2 0613 

0916 0917 

Q9I9 

0615 


0918 


Q6I4 

0921 

0920 


DUO 

ZD 10! ZD 104 


ZD 105 
DIO! 

BDIO! DI03 D104 


ZD102 


D603 0401 

D602 

D60I 


D403 
Z D103 


D402 


D404 


□So/ 0606 


D9I I 


D8I8 


D9I2 


LD83I LD832 
LD835 LD834 
LD833 LD827 LD828 
D6I5 0913 LQ829 LD830 q6I 6 D6I7 


LD801 LD803, LD805, LD807.LD809, LD8II,LD8I3,LD8I5,LD8I7 

LD825, LD823, LD82I, LD8I9 

LD802 LD804 LD806,LD808,LD8I0,LD8I2,LD8I4,LD8I6 

LD826,LD824 ,LD822 ,LD820 ,LD8I8 
LD60I, LD602, LD603 
























Q610 


REW 4.5V 

Others 0V 

Q 611 

E 

FF 4.5V 

Others OV 


1 

5.3V 

2 

5.3 V 

3 

5.3V 

4 

- ' 

5 

5.3 V 

6 

5.3 V 

7 

5.3 V 

8 

OV 

9 

PACK IN 5.3V 
PACK OUT OV 

10 

PLAY,FF/REW 
O.IV 

REC 4.8 V 
Others OV 

11 


12 


13 

PLAY 1 

REC/PLAY O.IV 
REC/MUTEJ 

REW 5.2 V 

FF 0.1V 

Others OV 

14 

— 

15 

REW O.IV 

FF 5.2 V 

Others OV 

PLAY T 

RE C/PLAY O.IV 
REC/MUTE) 

W 

5.3V 


Q917(B) Q9I8( C) 

lMt70 i Mt50 | M t70~" 

! [ 1.4V 

'0.74V 



N 

OV 


N 

OV 


N 

OV 

C 

C 

0.6 V 

8 

C 

16.7V 

E 

C 

171 V 

_ 

M 

172V 

_ 

M 

16.6V | 

_ 

M 

16.3V 



N 

OV 


N 

OV 


N 

OV 

C 

C 

17.5V 

B 

C 

16.4V 

E 

C 

17. I V 


M 

OV 


M 

172V 


M 

16.3 V 



F 

17.6 V 

B 

c 

17.2 V 


M 

17.4 V 



N 178 V 


N 

17.3 V 

C 

C,M OV 

B 

C 

179V 

L 



M 

18.1V 



METAL 


METAL 

c 

70jjS -9.6V 

B 

70 yS 17.3 V 

□ 

50 pS 17.26 V 

u 

50jjS 0.02 V 


B 

METAL 

70jjS 

0.33 V 


50pS 

0.7 V 



METAL 


B 

70yS 

0.7 V 

l_J 

50pS 

0.33 V 


B 

METAL 

70 pS 0.02 V 
50 jjS 17.3 V 

E 

METAL 

70JJS -9.6 V 
50pS 17.3 V 

C 

METAL 

7QuS 17.3V 
50AiS OV 



K*' 47 ! 0.74V 

_l\_K_ 

SW PUSW SW PUSW 

0918(B) Q9I7(C) 
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BA682A: IC801, 802 




2SD1266: Q101, 102 


2SD1406: Q101, 102 


2SK127-1 0401 ^404, 
2SK128-* ' Q507, 508 


2SC1815- 
2SC945 - 

2SC1842- 

2SC1843- 

2SD1302: 

2SC2120- 

2SC1318- 

2SC1890- 

2SC1980- 

2SA733: 


Q104, 105, 211 'v 214, 301 'V/ 303, 
Q501 'v 506, 513, 514, 605 'v 608, 
Q610 'v 616, 902, 904, 905, 906, 910, 
0911,917^920 

Q207 'v 210, 251, 252 

Q405, 406, 509,510 

Q103, 407, 408, 515, 601 'v 603 

0511,512 

Q901, 903, 907, 909, 912 'v 915 l 


2SK301: Q507, 508 
2SK117: 0401 ^404 


DTC114: 0516,517,908 

DTA114N: Q916, 921 











